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The  rock  garden  surrounding  the  V/ell  which 
for    many    years    supplied    the    water    for  the 
Friary  on  the  Mount  of  the  Atonement  at  Gray- 
moor,  Garrison,  N.  Y.     In  the  backgound 
view  of  St.  Francis  Chapel. 
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